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Folk OIG PRR 036885 



DRUG POWDER ANAL YSIS FORM 



/ P& jU'S 


0£NCY P(U < 






/^-/p 


ANALYST 


£pp] 


r»A 1/97 


7^- 


Gross Wt: I> 

Phg. Wt: 11 3^^^ 
Net Wt: k3^, 33^"^ 


PRELIMINARY TESTS 


No, of samples tested 


1 


Spot Tests 

Cobait Thiocyanate ( ) ^ 

Marquis 

froehde's 

Meekers 

Od/e 


Microcrystafline Tests 

< 

Plat in ic Chloride ___ 

Cold Chloride -±L 
TLTA ( I 

Mercuric Chloride _ 

Mercuric Iodine 


GC/MS CONFIRMATORY TEST 

te; j/) Results: nora/?u> MS Operator 

OT HBR TESTS 

Gas Chromatography _____ 

Quantitative GC __________ 

Uitravioiet Spectrometry ____ 

infrared Spectrometry ___ _ __ _ 

Other ( } ______________ 


PREUMiNARYjrjEST RESULTS 



HEROIN 
NEC A nVE 
OTHER 


FI NAL TEST RESULTS 

( ^OCA^i 
HEROIN 
NEGATIVE 
OTHER 

r% A 


Folk_OIG_PRR_036886 






Area Percent / Library Search Report 


Information from 
File Name ' 

Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 
Integrator 


iyOL Ci X- JL, ^ . 

E: \SYSTEM4\10_08__04\369602 .D 
ASK 

8 Oct 2004 17:13 

BLANK 



tljiilW 

iilniM till 


500 i 


iime-> 


2.00 2.50 . 3,00.3.50 


4® ^ ‘ 4^0 5.bo;: ' .' 


Ret. Time 


Area 


Area 


Ratio % 


***NO INTEGRATED PEAKS*** 


Folk OIG PRR 036887 



















Area Pei'cent / Library Search Repoi't 


Information from Data File: 

Pile Name : E:\SYSTEM4\10_08_04\369603.D 

Operatoi- ; ASK 

Date Acquired ; 8 Oct 2004 17:26 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number ; 3 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance TfC' 3B9603.D 

i ; 4 69 

I 250000I 

j I 

i i 

; 200000! 

■ ! j 

160000 j :! 

100000 ! 


sooooi 



T.2:feo 1' 3.00 ' ' 3 . 50 '14.66 

5.06 r 

I 5750 ,"~6 o61~l6.^1 LOO 

' 7.56 ' 

Ret. Time 

Area 

Area % 

Ratio % 


4.693 

299222 

100.00 

100.00 




MO 


Folk_OIG_PRR_036888 












Area Percent / Library Search Report 


Information from Data File: 

Pile Name ; E:\SYSTEM4\10_08_04\369603.D 

Operator : ASK 

Date Acquired : 8 Oct 2004 17:26 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 3 

AcquisitionMeth; DRUGS 
Integrator : RTE 


Search Libraries; C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 0 

PK# RT Library/ID 

CAS# 

Qual 


1 

4.69 

C:\DATABASE\NIST98.L 





Cocaine 

000050-36-2 

99 



Cocaine 

000050-36-2 

99 



Cocaine 

000050-36-2 

99 



m/7—> 


Folk_OIG_PRR_036889 







































Area Percent / Library Search Report 


Information from Data File; 

File Name : E:\SYSTEM4\10_08_04\369621,D 

Operator : ASK 

Date Acquired ; 8 Oct 2004 21:08 

Sample Name ; BLANK 

Submitted by ; ELO 

Vial Number : 21 

AcquisitionMeth; DRUGS 

Integrator ; RTE 


Abundance TRJ: 3696?1.D 



inme-> ° ' 2.6 oJ 2.5^ IjS.OO 1 .i-OO ^.00 ' 5i6_ 6.bo^' 6.k) _ ' 7.00 J,bo 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


Folk_OIG_PRR_036891 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\ 
ASK 

8 Oct 2004 


ELO 

22 

DRUGS 

RTE 


10_08_04\369622 .D 
21:20 


Abundance 

i I 

j 

j 2000000j 

i i 

i 1500000) 

I 1000000! 

I ! 

i 500000I 


■TIC^-36"5B22T) 

4170 


j 


_ . 2 .bo _ iSO 

3.00 3.50 4.00 

4.56 ' ' 5.00 

5.60 ' ' 6,00 ‘ 6,50 ' 

’ 7.00 ' 7.50 8,00 _ i 

Ret. Time 

Area 

Area % 

Ratio % 


4.698 

2699389 

100.00 

100.00 



Folk_OIG_PRR_036892 






















Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM4\10_08_04\369622.D 

Operator : ASK 

Date Acquired : ^^0^2004 21:20 

Sample Name : 

Submitted by : ELO 

Vial Number : 22 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 



Folk_OIG_PRR_036893 




























Area Percent / Library Search Report 


Information from Data File: 
File Name : E:\SySTEM4 

Operator : ASK 

Date Acquired : 8 Oct 20C 

Sample Name ; BLANK 

Submitted by : ELO 
Vial Number : 23 

AcquisitionMeth: DRUGS 
Integrator •• RIE 


E: \SySTEM4\10_08_04\369623 .D 

ASK 

8 Oct 2004 21:33 

BLANK 
ELO 
23 

DRUGS 

RTE 


Abundance 



40001 



1 

1 3000 



! 2000 

i 1000 



I 0 

] _ 

’ 2.50 ' 3.b0_ 


' 2.bo 


TrC: 36962'3:n 








I'i I'J 

fli i I'li" 1'^ 


5.bo " " 5.ko ‘ eip. l 6 7.00.7.1 


Ret. Time 


Area 


Area 


Ratio % 


***KO INTEGRATED PEAKS*** 





























Area Percent / Library Search Report 



Information from Data File: 

File Name : E:\SYSTEM4\10_08_04\369626.D 

Operator ; ASK 

Date Acquired ; 8 Oct 2004 22:10 

Sample Name : BLANK 

Submitted by : 

Vial Number : 26 

AcquisitionMeth: DRUGS 
Integrator : RTE 


^/\Fundanci... ” ... “ “TrC: 3B96'2B.cr 



iTuTte-> ^ "" zbo " ‘ bib ' 3ib ^ 4.b^ 4 ib eib sib e.bb ' b io '^.bo_’ rib ' abo 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


Folk_OIG_PRR_036895 
















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\10 _08_04\369627.D 
ASK 

8 Oct 2004 22:22 

COCAINE STD 

27 

DRUGS 

RTE 


‘Abundance 
i 1200000: 

; loooooo! 

i I 

! soooooj 

; I 

I 600000I 

i 400000| 


4169 



i 


I 

I 


2000001 


!Time-> 2:^6 2.50 3.00 

' 3.50 _ 4.6o„ 

4.50 ' 

kW ' ' 6.bo ' 6.50 ’ 

7.00 

' 7.50 

hk) \2.. 

Ret. Time 

Area 

Area % 

Ratio % 




4.693 

1263653 

100.00 

100.00 





Folk_OIG_PRR_036896 




























Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM4\10_08_04\369627.D 

Operator : ASK 

Date Acquired : 8 Oct 2004 22:22 

Sample Name : COCAINE STD 

Submitted by 

Vial Number : 27 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search Libraries; C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C;\DATABASE\NIST98.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 



Folk_OIG_PRR_036897 




















Area Percent / Library Seax'ch Report 


Information from Data File: 

Pile Name : E:\SYSTEM4\10_08_04\369628.D 

Operator ; ASK 

Date Acquired : 8 Oct 2004 22:34 

Sample Name : BLANK 
Submitted by : ELO 
Vial Number ; 28 

AcquisitionMeth: DRUGS 
Integrator : RTE 

i^undanoe TFC: 3B9628.tJ 


j^undaiioa TFC: 3B9628.tJ 



il ime-> 2.00 ' iSO aOO 3.50^ . 4-00 .4-SO 6.00 _6.50 7.00 7,50 8.00 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


Folk_OIG_PRR_036898 
























PAGE # /V7<^ 


DRUG RECEIPT 


District/Unit. 


d'-ll/ PC^ 


Destruction #. 


Name & Rank of Submitting Officer. 




ID# 



DEFENDANT’S NAME 



CITY 


DRUGS-IMPLEMENTS-AND/OR PARAPHERNALIA 








GROSS QUANTITY 




STATE 


A 


ANALYSIS 

NUMBER 



Received by. 



ID# 


IO-l3-c>y 


r\ il ^ 4f’^ 











Folk_OIG_PRR_036900 



f. 



Folk OIG PRR 036901 














Area Percent / Library Search Report 


Infor?nation from Data File: 

File Name 

E:\SYSTEM6\10 21 04\371589.D 

Operator 

DCS 

Date Acquired 

22 Oct 2004 5:37 

Sample Name 

BLANK 

Submitted by 


Vial Number 

89 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


Folk_OIG_PRR_036903 
















Area Percent / Library Search Report 


Information from Data File; 


File Name 

E:\SYSTEM6\10 

21 04\371590.D 

Operator 

DCS 


Date Acquired 

22 Oct 2004 

5:49 

Sample Name 

COCAINE STANDARD 

Submitted by 
Vial Number 

90 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


l^'u’nda n ce. 

. 

.TIU:'371500:11 ....| 

i 


43 1 

8OOOO0I 


i 

eoooooj 


! 

1 

; 

i 4000001 

1 i 


1 

■ 

1 200000! 


, 

i 

; 

. — - ..-T- 1 — 

2.00 2.50 

3.60 ' 3.50 ' ' 4.00 ' ' i 

'^5.bb~"' 6.Sb''~7.(ro"s.ob ^ 

Ret. Time 

Area 

Area % Ratio % 

4.426 

865188 

100.00 100.00 


Folk_OIG_PRR_036904 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM6\10_21_04\371590.D 

Operator : DCS 

Date Acquired ; 22 Oct 2004 5:49 

Sample Name ; COCAINE STANDARD 
Submitted by : 

Vial Number : 90 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98,L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 



Folk_OIG_PRR_036905 





















Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM6\10_21_04\371591.D 

Operator : DCS 

Date Acquired ; 22 Oct 2004 6:01 

Sample Name : BLANK 

Submitted by : DXF 

Vial Number : 91 

AcquisitionMeth: DRUGS 

Integrator : RTE 


!A5umJinc© .. .. ....... ' ..Ttcrmsg^f.u 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


Folk_OIG_PRR_036906 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E : \SYSTEM6\10_21__04\371595 . D 
DCS 

22 Oct 2004 6:49 

BLANK 
DXF 
95 

DRUGS 

RTE 


Aburiciarjce 

I 70001 

; j 

I 6000I 

I 5000j 

i 4000l 

i 3000] 

i ] 

j 2000i 

i iooo! 

i I 

2.00 


Trcy“3rf5g5.Dr 



2.50 ' dho 3.50 4.00 4.50 5.00 ' 5.50 6.00 ' ' 6.^ ' 7.bo XfeO 8.00 




i 


.} 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


Folk_OIG_PRR_036907 











Area Percent / Library Search Report 


Information from Data File; 


File Name ; E:\SYSTEM6\10_21_04\371596.D 

Operator : DCS 

Date Acquired : 22 Oct 2 004 7:00 

Sample Name : 

Submitted by : DXF 

Vial Number : 96 

AcquisitionMeth: DRUGS 
Integrator : RTE 

AFuniance.. . " .. ' “. .. TrcraT-i'sgei) ~ 

! I 4143 

I 1200000! I 


i 1000000! i 

: ! ? 

I 800000i f 

! i ■ 

' 600000i 

I i i 

i 400000j 

i i ;i 

: \ 

I 200000i ii 

I i ^ 

[nme-> 2ho ‘ ' isd ' 3.00 ’Tfeo”" 4.6 o 4^0 ' "^.^"^"^.00 ' '~6. 


Ret. Time Area Area % Ratio % 

4.426 1312801 100.00 100.00 


<rl 


i 


=T'"=i=i“T 

8.00 


Folk_OIG_PRR_036908 








Area Percent / Library Search Report 


Information from Data File; 

File Name ; E:\SYSTEM6\10__21__04\371596.D 

Operator ; DCS 

Date Acquired : 22 Oct 2004 7:00 

Sample Name : 

Submitted by : DXF 

Vial Number : 96 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries; C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 



Folk_OIG_PRR_036909 
















Area Percent / Library Search Report 


Information from Data File; 

File Name : E:\SYSTEM6\10_21__04\3 71597.D 

Operator : DCS 

Date Acquired : 22 Oct 2004 7:12 

Sample Name : BLANK 

Submitted by : DXF 

Vial Number : 97 

AcquisitionMeth; DRUGS 

Integrator : RTE 



!rime-> 2.56 2.fe0 ' ' 3.bo ' 3.56"' 4.bo " 4.50 ' 6.5o ' 5,56 ’ ’ 6.00 6.60 ’ 7.00"" ' 7.56 ' 8.bo 


Ret. Time Area Area % Ratio % 

**'*NO INTEGRATED PEAKS*** 


Folk_OIG_PRR_036910 







Area Percent / Library Search Report 


Information from 
Pile Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by 
Vial Number ; 

AcquisitionMeth; 
Integrator : 


Data Pile: 

E:\SYSTEM6\10_21_04\365075.D 

DCS 

22 Oct 2004 8:47 

COCAINE STANDARD 

90 

DRUGS 

RTE 


ISbundance 

i I 

I 800000j 

i ! 

I 6000001 

I 400000i 

■ i 

^ i 

i 200000! 


143 


TiU:3m07KO~ 


I 0^ 

2. bo 


2.50 3.00 3.50 4.0O 


4.50 


5.00 5.50 6.00 6.50 7,00 7.50 8,00 


Ret. Time 

Area 

Area % 

Ratio % 


4.426 

869748 

100.00 

100.00 



Folk_OIG_PRR_03691 1 



















Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM6\10_21_04\365075.D 

Operator : DCS 

Date Acquired : 22 Oct 2004 8:47 

Sample Name : COCAINE STANDARD 

Submitted by : 

Vial Number : 90 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 



Folk OIG PRR 036912 
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Folk OIG PRR 036914 
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(OiA 

(J?A 

L 


'' U 

-r y/-/ 

/f. J \ 

i^ey //'//?- 

,7'^ 



/ > - 

/ i^UtA^c 

/%CCaA', tf/c 




Folk OIG PRR 036915 



DRUG POWDER ANAL YSiS FORM 

SAMPLE _ \GENCY /^U( 



//- 

rmh 1/97 


ANALYST C L 


h F3 L 


/-■< 


Gross WU ! "7:7- 

Pkg, Wt: 

^et Wt: i'j C JCL^ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt Thiocyanate ( ) 


Marquis 
Froehde's 
Mecke *s 
Dilie 


jy^lYULCt y' 

lyki- Le tfuArLky^ 

pMj- ti // 7 " 

No. of samples tested 3 

Mictocrystalline Tests 

Plafinic Chloride _ 

Gold Chloride 
TLTA { ; 

Mercuric Chloride 
Mercuric Iodine 




GC/MS CONFIRMATORY TEST 

te: Results: -JjHZl / J MS Operator 

OTHER TESTS 

Gas Chromatography _ ____ _ ______ 

Quantitative GC ... ........ 

Ultraviolet Spectrometry __ ___ _ _ _ 

infrared Spectrometry .. .. .......... 

Other ( ) ____________ 


PRELIMINARY TEST RESULTS 
y /COCAINE J 
HEROIN 
NEGATIVE 
OTHER 


F INAL TEST RE^L TS 

pOCAH^^^ 

HEROIN 

NEGATIVE 

OTHER 


04 TE: 


Folk_OIG_PRR_036916 









Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator ; 


Data File: 

E:\SYSTEM6\11_19_04\376832.D 

ASK 

20 Nov 2004 2:57 

BLANK 

32 

DRUGS 

RTE 


l^undarice . . ... . TICV376B32TD 



!rime-> 2.00 ' 2.50 ’ 3.00 __3.5d ’ 4.00 _ 4^0 ' 5.i)0_ 5.60 _ 6.&0 6.6o ^ 7.00 7.M _8.bo 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


Folk_OIG_PRR_036918 

















Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM6\11_19_04\376833.D 

ASK 

20 Nov 2004 3 : 08 

COCAINE STD 

33 

DRUGS 

RTE 


jAbundance 

; I 

i 1Q00000I 

I e 

I 800000! 

i I 

i 600000I 

! j 

i 400000i 

i I 

\ 2OOOOOI 


. TfCr376^33:Tr 

4{39 


;i 

ii 


I 


^ime-> 2.bd 2,So 3.66 

' ibo ' j.bo ' ^ 

1.' 1. ._7’0d Jim .Is.do ^ i 

Ret. Time 

Area 

Area % Ratio % 

4.389 

1034446 

100.00 100.00 


Folk_OIG_PRR_036919 


















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

E:\SYSTEM6\11_19_04\376833.D 

ASK 

20 Nov 2004 3:08 

COCAINE STD 

33 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C;\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality. 0 


PK# RT Library/ID 


CAS# Qual 


1 4.39 C:\DATABASE\PMW_TOX2.L 

Cocaine 

Cocaine-M (methylecgonine) AC 
Selegiline-M (nor-HO-) 2AC 


000050-36-2 96 
000000-00-0 49 
000000 - 00-0 10 


Abundance 


801 


8,2 


60, 


.Avera’ge'bf 4.'36STb"4^0Cnfiin,r'37^33TIJ (-)” 


182 

i 


40! 


94 


20; 


i 42 


i ’! 


55 


67 


105 


122 

I, 135 ^52 166 


198 


272 

Oi . Ji..., jji, I J4| , , : : rfl'A ,p. j , j r : . > A. ; . j r-Jhrrv: . . .p - ^ 

40 60 60 70 80 90 10 0110 120130140150 1 ^ 170180190 2^0 210 220 2^0 240 250 260 270 280 290 36Q 3 i 0 320 330 340 
" ... .T>1^3. 


303 


341 ' 


!m/z-> 
iAburidince 


80 { 


82 


60; 

j 

i 

40 i 

! 

I 

20 ; 

ol 


182 


li 94 105 


122 


Wr..> "" ^'l6oV^0120l5o 140^501^1701801^^602102^2302^2^^0^02602^0350310 | 


155 166 


198 


H i r*fVr-i 


303 


272 


Folk_OIG_PRR_036920 








































Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM6\11_19_04\376834.D 

Operator : ASK 

Date Acquired : 20 Nov 2004 3:20 

Sample Name : BLANK 

Submitted by : ELO 

Vial Number : 34 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance 

. 

.-. 

TfCr376B34D' ' 


- -- •- 

-.- - . - . - -. 

3500 






1 

3000 



■1 jMi'Jt 

kWi|i 

01 


2500 




IV' ' i' 



2000 







1500 

I 


if' 





I 1000' 


1, i 





i 500 1 














[rime-> 

2I0 ' _3.od ' 

__ i-do 

' kbo _ 

6 ^ 0 ' 

60 

1 

.1 ^0..' J'M J MO. 1 J 

Ret. Time 

Area 

Area % 

Ratio % 



***NO INTEGRATED PEAKS*** 


Folk_OIG_PRR_036921 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM6\11_19_04\376835.D 

ASK 

20 Nov 2004 3:32 


ELO 

35 

DRUGS 

RTE 


Rbiiridance ~ irC;’376835.D' 

1 I 4139 

i 2000000! I 

: ; ] 

i 1500000! !| 

I ; |! ■ 

i 1000000! 

! i i 

! SOOOOOj |i 


|rime-> 2.00 ^ 2.50 ' 3.60 2 

lid ^ 4.60 

V-T r~T ■ T ^ ^ 

4.50 _ 5J)0 _ 



Ret. Time 

Area 

Area % 

Ratio % 


4.395 

2861010 

100.00 

100.00 



Folk_OIG_PRR_036922 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E;\SYSTEM6\11_19_04\376835.D 
ASK 

20 Nov 2004 3:32 


ELO 

35 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 0 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

4.39 

C;\DATABASE\PMW_TOX2.L 

Cocaine 

Cocaine-M (methylecgonine) AC 
Cocaine-M (methylecgonine) 

000050-36-2 96 
000000-00-0 58 
007143-09-1 14 

‘Abundance 


...“Averr9e'^436Fro“4.495mf376835I^^ 

8? 

i 


8o; 


182 

i 


60 \ 


401 


94 


105 


20; 42 
! I 51 


68 


Ml i! 

I i il! 


122 I 

i 159 ‘! 

:-> 40 5b 60 70 80 90 IOO NO 120 130 140 150 160 170 180 lOO 2OO 2-lo 220 230 240 250 


m/z- 
!A5undance 


303 I 

272 I I 

! 209 222230 242 253 j. 281 295 j, j 

2&2t0 2^0 2^6100 i 


82 


M6S: Cocame 


v^rns'- 


80! 


60 ^ 


40 i 


182 


20i 




94 105 


122 


155 166 


198 


303 


272 


m 50 fib 70 8b 9‘0 100 110 120 130 140 150 160 1>0 180 190 260 210 220 230 24o 250 260 2t0 2to 290 300 


Folk_OIG_PRR_036923 



























Area Percent / Library Search Report 


Information from Data File: 


Pile Name 

E:\SySTEM6\ll 19 04\376836.D 

Operator 

ASK 


Date Acquired 

20 Nov 2004 

3:44 

Sample Name 



Submitted by 

ELO 


Vial Number 

36 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


[Abundance 

.. 

4 

“ -TjU:^rBm:D-.. .... ....; 

39 ! 

! 2000000 

s 


! 1500000 

i 



i 

j 1 

1 1000000 


I 

! 1 

'i < 

] ; 

I 600000 

1 



I 1 

! I 

1 

|rime-> 



[ i 

2!5o 2.fe0 ' 

3.6o . _ aio 4.bo 

4.60 5,00 ’ ' 5.feb ' 6.00 ' 6.b6 ' ' 7.00 ‘ ' 7.50 ' bTOO ' ' 1 


Ret. Time 

Area 

Area % 

Ratio % 


4.395 

2586141 

100.00 

100.00 



Folk_OIG_PRR_036924 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM6\11_19_04\376836.D 

ASK 

20 Nov 2004 3:44 


ELO 

36 

DRUGS 

RTE 


Search Libraries: 


C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT 


Library/ID 


CAS# 


Qual 


4.39 C:\DATABASE\PMW_TOX2.L 

Cocaine 

Cocaine-M (methylecgonine) AC 
Selegiline-M (nor-HO-) 


000050-36-2 96 
000000-00-0 58 
000000-00-0 9 


Abundance 

80 

I 


^ . -. 

00 

I 

60 



40' 


.7 

20 

! ' 

42 

51 

67 i j\ 


94 


^ J M i i:! i j; I ! 

Q:, r/f4v, 


Average bn7363 to 4.5T^iin,: 'JTB'SSBJT {-) 


182 


105 


122 


135 ^92 166 


198 


^ / z - - > 40 50 60 70 80 

ABundance 


207 222 

;-r-r*4H‘j I j-.-r'i i I . Vit n-f-r -1 r'lt-ry-j-i t i i’; s rr5-T r-rx-m-TT i i r T-i-T-rrr-pr^:-i ■, e rT-r-j-t; i ■ rr: i i rrryr/i 

90 Ido lio 120 140 150 160 170 180 190 260 2 i 0 220 230 240 250 280 270 280 20O 30O 


272 

242 253 i 281 


303 I 


80; 


"MBS: Cocaine' 


i 


PfH)3 


60 i 


40 


20 ; 


yn/z-> 


Ij 94 105 

1 ii I 


40 ab 60 ' rb ’ 80 ’ 90 ' loo 11 b 12 b 1 so i4o 150 ' ibo 170 " 180 190 ' 260 210 ' 220 230 240 ' 260 ^ abb 270 abo 290 360 ' 


122 


182 


155 166 


303 


198 


272 

fin-; 


Folk_OIG_PRR_036925 














































Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM6\11_19_04\376837.D 

ASK 

20 Nov 2004 3:56 


ELO 
37 

DRUGS 

RTE 


S^ibundance 

I 15000001 

\ 

I 1000000! 


TfC:T?6mO“ 

4j39 


600000 


nrime--> 2 ,dd 

3.00 

3.b 4.bo 4.50 ' s.bb ^' 5,56 ' abd ’ ' asd ' 

' 7.06 ' 7^0 ' 

8.00 . ’.! 

Ret. Time 


Area Area % Ratio % 



4.390 


1967969 100.00 100.00 




Folk_OIG_PRR_036926 


















Area Percent / Libi-ary Search Report 


Information from Data File: 

File Name : E:\SYSTEM6\11_19_04\376837.D 

Operator : ASK 

Date Acquired : 20 Nov 2004 3:56 

Sample Name : 

Submitted by : ELO 

Vial Number ; 37 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C;\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 



Folk_OIG_PRR_036927 




















Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM6\11_19_04\376838.D 

Operator : ASK 

Date Acquired : 20 Nov 2004 4:07 

Sample Name : BLANK 

Submitted by : ELO 

Vial Number : 38 

AcquisitionMeth; DRUGS 

Integrator RTE 



IPL 12^0 1 3^0 ' ' 3.50 ' ' 4.56 6,b0 ^ "^6io_ _ 7.66 7^.66 ^lO 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


Folk_OIG_PRR_036928 












Area Percent / Library Search Report 


Information from Data File; 

File Name ; E:\SYSTEM6\11_19_04\376839.D 

Operator : ASK 

Date Acquired : 2^Nav2004 4:19 

Sample Name ; 

Submitted by : 

Vial Number : 39 

AcquisitionMeth: DRUGS 
Integrator ; RTE 



Ret. Time Area Area % Ratio % 

4.389 1606405 100.00 100.00 


Ico 


•bo 


Folk_OIG_PRR 036929 
















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM6\11_19_04\376839.D 

ASK 

20 Nov 2004 4:19 


ELO 

39 

DRUGS 

RTE 


Search Libraries; C;\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


I 4.39 C:\DATABASE\PMW_TOX2.L 

Cocaine 

Cocaine-M (methylecgonine) AC 
Butalbital (ME) 


000050-36-2 97 
000000-00-0 43 
000000-00-0 9 


iAbundance 


80; 


60! 


ep 


.Average of 4/J6gTb 4.500 niTn.: 


182 


401 


94 


105 


20 - 


Oi 


42 


51 


68 I ijj 


122 


135 


198 


303 


272 


iAbundahce 


i rT4*l4i 'i i-rr] Wi ■ p-vl-iq-: . T-r-|*ll-r; [t-< r-K-'ri-r; '’~rT-rj-rTT-i-j^f rr-r-^-r-T-r-^--\~t-rr-^ . 4v i lYT-nrvj n-i i v-t,= , t 

4b 5b 60 70 80 90 100 1-10 120 130 140 150 160 170 160 190 260 210 220 2^0 240 250 260 270 280 290 300 


82 


‘#4B6rCocalfre 


~pmT 


80 i 


60^ 


40: 


182 


20 . 


0 .. 


94 105 


122 


156 166 


198 


303 


272 


fi'n 7’o ‘ ab 9b ioo 110 120 130 l4o 150 160 ’lt0 l6o 190 200 210 220 230 240 260 260 270 280 290 300 


Folk_OIG_PRR_036930 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM6\11_19_04\376840.D 
ASK 

20 Nov 2004 4:31 



DRUGS 

RTE 


iAbundance TfC; 376840U 

; ' 4 39 

j 1500000; 


1000000j 

500000i 


I 


I 0^ , . 

'Time-~> 2.DO 

2.50 3.bq 3.50 4.0O 

r-T-r-^-r— 

4.50 5.00 


7.60 ' 


Ret. Time 

Area 

Area % 

Ratio % 



4.395 

1918147 

100.00 

100.00 




Folk_OIG_PRR_036931 























Area Percent / Librax'y Search Report 


Information from Data File; 

File Name : E:\SYSTEM6\11_19_04\376840.D 

Operator ; ASK 

Date Acquired : 2^Nov^^04 4:31 

Sample Name : 

Submitted by : ELO 

Vial Number : 40 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 



Folk OIG PRR 036932 




































Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM6\11_19_04\376841.D 

Operator : ASK 

Date Acquired : 20 Nov 200 4 4:43 

Sample Name : HHIHHI 

Submitted by : ELO 

Vial Number : 41 

AcquisitionMeth; DRUGS 

Integrator : RTE 


S^buhdance 

j 2000000j 

j ! 

I i 

j 1500000{ 

i I 

I 1000000i 

i I 

i 500000] 

,Iime-> 2.^0 3.00 3.^6 4.00 


~ ■TTCT37684T.D' 

4j39 



^0 ^00 Tod ’ 6 50^ 7.66 


Ret. Time Area Area % Ratio % 

4.395 2720903 100.00 100.00 


Folk_OIG_PRR_036933 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E;\SYSTEM6\11_19_04\376841.D 
ASK 

20 Nov 2004 4:43 


ELO 

41 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


4.39 C:\DATABASE\PMW_TOX2.L 
Cocaine 

Cocaine-M (methylecgonine) AC 
Selegiline-M {nor-HO-} 


000050-36-2 96 
000000-00-0 58 
000000-00-0 9 


'Aburirfance 


80 


8? 


Average of 4736316'4.5T'1 niin.; 376‘H4T,U(-J 
182 


60] 


40 i 


20 { 


I 42 


51 


94 


105 


122 


198 


I i •! N , f i p' Ml i . 44 . ^ 138 166 i! 

I 0- i ■ r44'| n tv llr-! rTT'T-i i iV. rr-r-: | n-v. rn vrj-.-T -rj-: . r 

W2-> 40 50 60 70 80 90 100 110 1^0 130 140 150 160 170 m 1^0 200 ^0 220 2^^^ 


272 


! 207 216 230 243 259 ^2 

'2>o'25o'2to; 


303 




Abundance 


8^ 


ISlO'SrCocaine 


■T>1503~ 


80! 


60! 


40^ 


20 > 


94 105 


I 

,..J. ! , 


122 


182 

I 


155 166 


303 


198 


272 


2 ({ ^ c \' m h ‘e'd' 90 100 ilo’1^0 130 140 i 50 1^0 i 70 I80 i 9 o' 2 {io 210 220 aM 240 250 2^^^^ 


Folk_OIG_PRR_036934 
































Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM6\ll_19_04\376842.D 

Operator : ASK 

Date Acquired ; 20 Nov 2004 4:55 

Sample Name : BLANK 

Submitted by : DXF 

Vial Number : 42 

AcquisitionMeth; DRUGS 

Integrator : RTE 



rrime-> ^ 2,bo 2.bo 3.00 3.50 4.00 4.ki 5,00 5.S(^ „ 6.00 6.50 7.00 7.50 _8.b6 


Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


Folk_OIG_PRR_036935 
























Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM6\11_19_04\376848.D 

Operator : ASK 

Date Acquired ; 20 Nov 2004 6:06 

Sample Name : BLANK 

Submitted by : 

Vial Number : 48 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


Folk_OIG_PRR_036936 









Area Percent / Library Search Report 


Information from Data File: 


File Name 

E:\SYSTEM6\11 19 04\376849.D 

Operator 

ASK 


Date Acquired 

20 Nov 2004 

6 : 17 

Sample Name 
Submitted by 

COCAINE STD 


Vial Number 

49 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 



. 

4 

T[Cr376S4^D .. ..... 

39 

1000000 



( 

800000 



E 

600000 



1 

I 

400000 



j 1 

200000 



1 i 

0 

Time“> 



ibo _2io ' _ 

3.5o ' 3^0 4.bo ' 

4.50 ' ' 5.bd ' 5-bo 6.00 ' 6,bo ’ 7.66 ' ’ 7.50 ' ‘ 8.66 i 

Ret. Time 

Area 

Area % Ratio % 

4.390 

1161153 

100.00 100.00 


Folk_OIG_PRR_036937 





















Area Percent / Library Search Report 


Information from Data Pile: 

File Name 

E:\SYSTEM6\11 19 04\376849.D 

Operator 

ASK 

Date Acquired 

20 Nov 2004 6:17 

Sample Name 

COCAINE STD 

Submitted by 


Vial Number 

49 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


1 4.39 C:\DATABASE\PMW_T0X2.L ' 

Cocaine 000050-36-2 97 
Cocaine-M (methylecgonine) AC 000000-00-0 58 
Selegiline-M (nor-HO-) 000000-00-0 8 


Abundance 




2 



. Average of 4T86i^lo 4^5 nrnn.: 576B497D'(-).. . . ' “ . i 

I 

80 
















182 1 

1 1 

60 



i 






: 40i 




94 




1 20] 

: 42 


; 1 
i ' 


105 

' ! 




68 

iNllI :lL 

! 1 
-iiii 

1 .U 

! : 

i 

lii!,, .y,i 

122 

1 

136 '*86 

198 ^ 

I 272 ; 

I 209 222 242253 ! 282 L 355 j 

0- 

. 

1 

4F 

1 T- r . -T^ 

60 

'sb 

lOo 

jto' 

140 ' ibo ‘ 160 2(i0 ' ’ 220 ’ 24b ‘ 260 ’ 2bb 360 ’ 320 34b ’ ! 


'Abundance 


80 i 


8 ? 


“S4B5rCocafne 


RT50T 


60 i 


182 


40i 


20 i 


94 106 


303 



i ii^ |i: 122 


198 

i 

Mij ■ 

155 166 , 


. 

Vnh-> 40 

i ^:li j: ^ I i I 

6‘o 'sb ibo' iio 

' 140 ' ibo ' 

o ' 260 


272 


Fo I k_0 IG_P R R_036938 





























Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E;\SYSTEH6\11_19_04\376850.D 
ASK 

20 Nov 2004 6:29 

BLANK 
DXF 
50 

DRUGS 

RTE 


'Abundance 

I 1 

I eooosi 

I 

I 6000 

I 4000 

! 3000^ 

2000! 
1000 
0 


yjcrziemm 








hme-> ^ 2.b6 " 2.bd 3.bd ' ' s.feo 4.00 4.bo ’ 5.bo ' ' 5.bb ' e.bb ’ 6.b" ’ ’ 7.bo Tso kbo 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


Folk OIG PRR 036939 











Dfstrict/Unit A. L - 


Name & Rank of Submitting Officer, 


/ / 

DRUG RECEIPT 


DEFENDANT’S NAME 


fc<,J 


C'cE C 


/J 




lU S-oH54«„.< -5 a;. ’‘■P Cc ovo-s^-fs^c. 


Folk OIG PRR 036940 

















cauHTiC 


\ I.- 



Folk OIG PRR 036941 





Folk OIG PRR 036942 



DRUG POWDER ANALYSIS FORM 


7/89,,DCS 


Sample # 

Physical Description: 


Agency "^!)DS>l'00 I^C Ll Analyst 



H 


Package weight 
Net weight 


ilMlj 


r 




Preliinfnary Screening? 

Cobalt Thiocyanate ( ) "i~ 

Marquis’ .—^ _ Dillc, 


r 

Gross weight = l'5'H:2'9r^ _j 

(after analysis) ■ ^ (e/d^tdkC 

2 _ 


Fiocdhc’s 


No. of samples tested 
- Mcckcs 


Other ( 


) 


Micrpcrystallme. Tests: 


No. of samples tested 



Platinic Chloride_ 

Gold Chloride -F 
TLTA( ■ )_4 


Mcicuric Chloride 
Mercuric Iodide 
Other ( ) 


Gas Chromatography: 

System 1 

Column Ternperamre _ 

Sample Retendon Time _ 

Standard Retention Time _ 

.CQnfirmatQrY Tests: 

Mrartd 


No. of samples tested_ 

System 2 Quantiration 

_ System _ 

_ Standard _ 

_ Sample _ 

No. of samples tested '7 

GC/MS .Qihgr 



Hcroin_ 

Other 


Heroin. 

Other 


Packet Weight Ajialvsis 


No. of samples tested 


# 

gross 

packet 

net 

# 

gross 

nacket 

L 

net 

1 



10,1.45?. 

26 




2 



o.um). 

27 




3 




28 




4 

5189 « 

\ >\ { li>3 


29 




5 

:iai)cul 

To^iir 

/I 30 




6 




31 




7 


\ Oiox'b 


32 




8 




33 




9 

ursjm 




34 




10 

d 

6 

r 


35 




11 




36 




12 




37 




13 




38 




14 




39 




15 




40 




16 




41 




17 

--1 




42 




18 




43 




19 




44 




26 




45 




21 




46 




22 




47 




23 



1 48 1 




24 



1 

49 




25 



1 

50 


\ , .. , — I 



Average packet wt. _ Estimated net wt. 


Date completed 



Analyst 




Area Percent / Library Search Report 


Information from Data File: 

File Name ; E:\SySTEM6\l2_10_04\379786.D 

Operator : ASD 

Date Acquired : 11 Dec 2004 00:43 

Sample Name : BLANK 

Submitted by 

Vial Number : 86 

AcquisitionMeth: DRUGS 

Integrator : RTE 


!Abuadance 

1 



.Trc: 379m6:a ' 



j 50001 

1 ' 

1 j 

i 


M'l 




1 ^000- 

i 1 

I 



1 ■ 


i 

i 3000: 

i ; 

! 


. I, 




1 2000! 



J.->r 
, /A' 







'■hjry *' 



j 

j 



ffV 



i 

i 1000! 





1 

i j 






1 

2.00 

. 2^0 ' ' ioo J”" ifeo 

±00 _ ±^0 J ' 5.to 

^0 

. ... 1—1 

_6. to_ 

_ 0-M L^Q 1..... ..±^. _ ..... i 


Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


Folk_OIG_PRR_036945 













Area Percent / Library Search Report 


Information from Data File: 


File Name 

E:\SYSTEM6\12 10 04\379787.D 

Operator 

ASD 


Date Acquired 

11 Dec 2004 

00: 54 

Sample Name 

COCAINE STD 


Submitted by 
Vial Number 

87 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Abundance 

. 

4 

.. lTC:^7g7BTU ... ....... 

38 

1000000 



: I 

: 800000 



i 

I 600000 



' i 

! i 

: 400000 


1 

I ! 

■i 1 

, 200000 

h'inrie-> 



1 I 

j I 

ibo ' ibd 

_ '_3id 1 4.bd ' ' 

4.50 ' ' 6.dd ' ‘ 5.bd ’ ' e.bd ' ' e.bo ' ' 7.dd ^7.50 ’ kbd ' j 

Ret. Time 

Area 

Area % Ratio % 

4.379 

1080882 

100.00 100.00 


Folk_OIG_PRR_036946 
























Area Percent / Library Search Report 


Information from Data Pile: 

File Name : E:\SYSTEM6\12__10_04\379787.D 

Operator : ASD 

Date Acquired : 11 Dec 2004 00:54 

Sample Name : COCAINE STD 
Submitted by : 

Vial Number : 87 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries; C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 



Folk_OIG_PRR_036947 

























Area Percent / Library Search Report 


Information from Data File: 

File Name 

E:\SYSTEM6\12 10 04\379788.D 

Operator 

ASD 

Date Acquired 

11 Dec 2004 1:06 

Sample Name 

BLANK 

Submitted by 

DCS 

Vial Number 

88 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 


... . ^ ... ..... . 1 

5000 


u ^ 

4000 


' " ' ' ' M" ' iri^f ! 

! 

i 

jii [ 1 

3000 


2000 


-vM' i 




1000 


! i 

1 

u. 0 

Time"> 


2.66 ' 2.sd 

3.(30 ' 3.50 ' 4.6d^ 4.dd 6.00 ' 5.feo" 6.56 " 6.56 ' ' 7.66 ^7.56 "'s.Do i 

Ret. Time 

Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


Folk_OIG_PRR_036948 



















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM6\12 

ASD 

11 Dec 2004 


D- 
89 

DRUGS 

RTE 


10 04\379789.D 


1; 18 


... ... ... ..38 

; 1200000! I 

! 10000001 j 

I ! i- 

■ 800000 i I 

i I 1 

i eoooooi ! 

! 4000001 ;! 

; 200000! :i 


!rime-> 2.66 2.ho ' 3.00 

.3^0 l 47o6 _ 

4.50 " ’ ^bo 

_S.h^ 1 '. 6.00 ’ ' 6.^ 

' 1.L50 1 y)0 ’ 

Ret. Time 

Area 

Area % 

Ratio % 


4.379 

1417459 

100.00 

100.00 



Folk_OIG_PRR_036949 













Area Percent / Library Search Report 



Folk_OIG_PRR_036950 












Area Percent / Library Search Report 


Information from Data File.- 

File Name ; E;\SYSTEM6\12_10_04\379790,D 

Operator : ASD 

Date Acquired : 11 Dec 200 4 1:30 

Sample Name : 

Submitted by : DCS 

Vial Number : 90 

AcquisitionMeth: DRUGS 
Integratox" : RTE 


ISBundaiice 


1200000 ) 
1000000i 
800000! 
6000001 


TIC:-3797gO:D" 

4j38 


I 


i 400000! 

i ( 

I 20 {) 000 j 

i i 

|rime;-> ^^2.1)6 2.S o ^ 3.1)0 3.50 



Ret. Time 


Area Area % Ratio % 


4.379 


1386629 


100.00 


100.00 


Folk_OIG_PRR_036951 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : E;\SYSTEM6\12_10_04\379790.D 

Operator ; ASD 

Date Acquired : ^^Dec2004 1:30 

Sample Name : 

Submitted by : DCS 

Vial Number : 90 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C;\DATABASE\NIST98.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 



Folk_OIG_PRR_036952 






























Area Percent / Library Search Report 


Information from Data File; 

Pile Name : E:\SYSTEM6\12_10_04\379791.D 

Operator : ASD 

Date Acquired : 11 Dec 200 4 1:42 

Sample Name : 

Submitted by : DCS 

Vial Number ; 91 

AcquisitionMeth: DRUGS 
Integrator ; RTE 



Ret. Time 


Area Area % Ratio % 


4.384 


2367721 


100.00 


100.00 


Folk_OIG_PRR 036953 























Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired ; 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

E:\SySTEM6\l2_10_04\379791.D 

ASD 

11 Dec 200 4 1:42 

DCS 

91 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


4.38 C:\DATABASE\PMW_TOX2.L 

Cocaine 

Cocaine-M (methylecgonine) AC 
Selegiline-M (nor-HO-) 


000050-36-2 97 
000000-00-0 58 
000000-00-0 7 


Abundance 


80 i 


82 


Average br4!353 to 4.4D5Tfiin.; '3797’9T.D“(-) 
182 


60j 

40j 

20 ( *^2 
i I 51 


67 


94 


105 


i'i ll! 

J i' 


122 


i oU,i4-, lAliiii, '^i-.,, i+h, T,,:...,... . 1 . , 

Wz-> 4p 50 60 70 80 9b 100 110 1M 130 140 150 ibo 170 l50 lb0 20 0 21 0 ^0^30^40^50 26£ 2^0 280_29^3p0 

lAbundarTce. 


135 


162 166 


198 


272 


82 


'Cbcaine 


208 222 243 259 

ojjoi 


303 


289 


80i 


60! 


40 i 


20I 


94 105 


122 


en 'fi'n’' /id g'o^OO^l io lio 130 140 150 1^ 1/0 I80 'i dF2 60 21b ' 2 /o " 2 do~ 24 d' '250 '2T0' 2T 0 260 2 90 odo’ 


182 


303 


165 166 


198 


272 


Folk_OIG_PRR_036954 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM6\12_10_04\379792.D 
ASD 

11 Dec 2004 1:53 


DCS 

92 

DRUGS 

RTE 


'Abundance 
1 2000000 


1500000 


1000000 


5000001 


Ol-r- 


4(39 


Ticr37g7g2ir 


rr(me-> 2.00 2.50 3.00 3 


4.bo ' 4.bb 


5.00 5 


5.bo ' 6.00 ' 6.50 ' 7.(30 ' ' 7,bb ' ' "s^O 


Ret. Time 

Area 

Area % 

Ratio % 

4.389 

2571518 

100.00 

100.00 


Folk OIG PRR 036955 












Area Percent / Library Search Report 


Information from Data File.- 

File Name : E:\SYSTEM6\12_10_04\379792.D 

Operator : ASD 

Date Acquired : 11 Dec 200 4 1:53 

Sample Name : 

Submitted by : DCS 

Vial Number : 92 

AcquisitionMeth; DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 



Folk_OIG_PRR_036956 




















Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM 6 \ 12 _ 10 _ 04 \ 379793 .D 

Operator ; ASD 

Date Acquired : 11 Dec 2004 2:05 

Sample Name ; BLANK 

Submitted by : DCS 

Vial Number : 93 

AcquisitionMeth; DRUGS 

Integrator ; RTE 


Rbundahce ““ .. -- ■- ^ n-ICV^gmCT 



frifiie-.> _2^bd ^6 ’ ' 3;bo _ ' 4.66 ' 4.66 ' 5.60 ' 6.66" ' 6.60 ' ' 7 .60 ’ 7.56 8.6o 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


Folk_OIG_PRR_036957 













Area Percent / Library Search Report 


Information from Data File: 


File Name : E:\SYSTEM6\12_10_04\379794.D 

Operator : ASD 

Date Acquired : ^lDec2004 2:17 

Sample Name : 

Submitted by : DCS 

Vial Number : 94 

AcquisitionMeth: DRUGS 
Integrator : RTE 


lAbundance TIC: 37979'4.CJ 

20000005 


! 1600000; 

i 1000000; i 

i 5000001 * 

iTime-> ° 2.00 , ..2.^0 ' 3.bo ...3.Eo ' ^4.00 4.y ' sCoO ' ' S .S ’ ' 6 .bo " " 6.i b ‘ ‘ 7.bo ' 7 .bo ' 8 00 


Ret. Time 

Area 

Area % 

Ratio % 

4.390 

2836855 

100.00 

100.00 


Folk_OIG PRR 036958 














Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM6\12_10_04\379794.D 

Operator : ASD 

Date Acquired : ^lDec2004 2:17 

Sample Name : 

Submitted by ; DCS 

Vial Number : 94 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\PMW_T0X2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 



Folk_OIG_PRR 036959 





























Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 


Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E: \SYSTEM6\12__10_04\379795 .D 
ASD 


11 Dec 2004 


DCS 

95 

DRUGS 

RTE 


2:29 


^undanoe 

I 

I 1600000 J 

j I 

I 1000000 

j 

i 

I 5000001 

lTime-> 'ibd 2.bo 3,bo 


4138 


TfCTsrgTW)' 


3.50 4.6o 


4.50 


5.00 


5.50 6.00 6,50 7.00 


7.50 


8.00 


I 

1 

j 

i 


Ret. Time 

Area 

Area % 

Ratio % 

4.384 

2364618 

100.00 

100.00 


Folk DIG PRR 036960 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM6\12__10_04\379795.D 

Operator : ASD 

Date Acquired : 11 Dec 20 04 2:29 

Sample Name : 

Submitted by : DCS 

Vial Number : 95 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 



Folk OIG PRR 036961 

































Area Percent / Library Search Report 


Information from Data File: 


File Name : E ; \SySTEM6\l2_10_04\379796 .D 

Operator : ASD 

Date Acquired : 11 Dec 200 4 2:41 

Sample Name : 

Submitted by : DCS 

Vial Number : 96 

AcquisitionMeth: DRUGS 
Integrator : RTE 

y\bundance . ~" TICT 379796.D. 

! I 4(38 


1500000i 

i 

! 

10000001 

i 

soooooj 


lTime-> ibo ' 2.60 

3.bo 

3, bo 4.i30 4.60 ‘ 5.bo ' S.bo 6.00 6.50 

' 7.66 ' 7.66 ’ 

8.00 I 


Ret, Time 


Area Area % Ratio % 



4.384 


2173531 100.00 100.00 




Folk_OIG_PRR 036962 














Area Percent / Library Search Report 


Information from Data File: 


File Name 

E;\SYSTEM6\12 10 04\379796.D 


Operator 

ASD 


Date Acquired 

11 Dec 2004 2:41 


Sample Name 



Submitted by 

DCS 


Vial Number 

96 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\PMW TOX2.L 

Minimum Quality: 90 


C:\DATABASE\NIST98.L 

Minimum Quality: 0 

PK# RT 

Library/ID 

CAS# Qual 

1 4.38 C:\DATABASE\PMW_ TOX2.L 



Cocaine 

0000.50-36-2 97 


Cocaine-M (methylecgonine) AC 

000000-00-0 58 


Selegiline-M (nor-HO-) 

000000-00-0 7 

/Abundance 

.. ■ "Averagrof 4 ;T 552 no 4 :^D 5 lTim.: 379796 :d“^(-) 

82 

1 182 



80 


601 


40 


20 


42 


51 


: U ^ I ■f"f‘^^"TTT-,VT-' I : rv-r-H^n-i T•rr^i-|V t . j-r-r-WV: ; ^ (i-nr^rTT-. i i :-!-r-TT-i--T-T-rT . irT-rr-M i j i' i-i-.- r T-t-.- | ? . rrrr^ 

im/z-> 4b 50 60 70 80 90 100 110 120 ibO 140 150 160 170 IbO 190 26o 2^0 220 2b0 240 260 260 2^0 280 290 3b0 


67 




94 


105 


122 




135 


152 166 


198 

I 


303 


272 


IT 


215 


242 259 


288 


'Abundance 


82 


1?466: Cocaine 


—pis-ox". 


80; 


60i 


40> 


20 i 


0^1 


'fr)/z-> 40 


94 105 


; »,i: : , ; - i=, , 

50 ' e'o 70 "80 90 100 110 1^0 13 o' 140 1& 160 1 iSo 2^0 2io 2id 25 o 240 280 2^0 '2^0 2^0 29 b" 36 o 


122 


182 


303 I 


155 166 


198 


272 


Folk OIG PRR 036963 































Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

E: \SYSTEM6\12_10__04\379797 .D 
ASD 

11 Dec 2004 2:52 

BLANK 

97 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


Folk_OIG_PRR_036964 

























Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEM6\12__10_04\379798 .D 
ASD 

11 Dec 2004 3:04 

BLANK 

98 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


Folk OIG PRR 036965 











Area Percent / Library Search Report 


Information from Data Pile: 

File Name : E\SYSTEM6\12__10_04\379799 .D 

Operator ; ASD 

Date Acquired : 11 Dec 2004 3:16 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 99 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

4.379 836663 100.00 100.00 



8 .bo 


Folk OIG PRR_036966 












Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM6\12_10__04\379799.D 

Operator : ASD 

Date Acquired : 11 Dec 2004 3:16 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 99 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Folk OIG PRR_036967 

































